PHILIP MORRIS U.SA INTER-OFFICE CORRESPONDENCE 

120 PARK AVENUE, NEW YORK, N.Y 10017 


TO: 


FROM: 


SUBJECT: 


Vince Weiner 
John Connolly 



Arlington Park Racetrack 


DATE: 


August 4, 1986 


Listed below is the information you requested regarding the refund due 
Philip Morris following the August 1, 1985 fire at Arlington Park. 


, Contract 
Period 

9/1/84-8/31/85 

9/1/85-8/31/86 


Invoice 

Date Payment 


Days Lost/ 

Days Scheduled Refund 


4/11/85 $110,000 27/121 


$ 24,200 


7/19/85 $110,000 100% 


$ 110,000 


If you have any questions, 


please let me knew. 


/btm 


Source: https://www.industrydocuments.ucsf.edu/docs/ntdm0004 





